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The 15th December, 1970 


No. 10420- Ft, ITT -70 / 1367.- The result of the Departmental Examination in Departmental Rules held 
a 19th October , 1970 , is declared as under : 


Suria ! 
No. 


Name and Designation 


Remarks 


1 


Passed 


2 


Do 


3 


Do 


Do 


Shri Suraj Bhan , Officer Incharge, Centralized Semen Collection 

Station , Intensive Cattle Development Project, Karnal 
Shri Hari Singh Dahiya, Assistant Research Oficer, Haryana 

Veterinary Vaccine tostitute, Hissar 
Shri D. R. Maalick , Officer Incharge, Stock Assistant Training 

Centre , Ambala City 
Shri S. K. Kburana , Veterinary Assistant Surgeon , Incharge , 

A. I. Centre, Sampla (Rohtak ) 
Shri S. C. Gaba, Research Assistent, Haryana Veterinary 

Vaccinc Institute , Hissat 
Shri Jai Parkash Bansal, Veterinary Assistant Surgeon , Incharge 

Regional A. I. Centro, Kaithal (Karnal) 
Shri Romesh Chander Vig, Veterinary Assistant Surgeon , Incharge, 

Regional A. I. Centre, Thanesar (Karaal) 
Shri Virinder Kumar Narula, Veterinary Assistant Surgeon , Civil 

Veterinary Hospital, Pataudi (Gurgaon ) 
Shri Kartar Singh , V.A.S., Incharge, Stock Assistant Training 

Class, Goverament Livestock Farm , Hiscar 


Do 


6 


Do 


7 


Do 


8 


Do 


9 


Do 


SHER JANG SINGH , Secy , 


IRRIGATION AND POWER DEPARTMENT 


The 14th December, 1970 
No. 6009- PWTI(2)-70 /34406. - In exercis: of tha powers conferred by rule 6 of the Punjab Stato 
Electricity Board Rules. 1959 and all other powers enabling him in this behalf, the Governor of Haryana is 
planned to rectpt the resignation tendered by Shri D.D. Sharma, I. A.S., from Part time Membership of 
Haryana State Electricity Board , from 2nd December, 1970 ( A.N.). 

2. The Governor of Haryana is further pleased to waive off three months notico required to be 
given by Shri D.D. Sharma, 1. A.S., under rule 6 lbid . 

No. 6009- PWII- (2 )-70 /34411.- In cxercise of the powers conferred by sub -section 2 of section 5 of 
the Electricity (Supply ) Act, 1948 , read with rulc 3 of the Punjab State Electricity Board Rules 1959 , the 
Governor of Haryaua is pleased to appoint with immcdiate effect Shri G. V. Gupta , I, A.S., Joint Secretnry 
to Government, Haryana , Planning and Finance Department, as Part- time Member of Haryana State 

Electricity , Board for a period one year, by virture of his office under clause ( c) of sub -section (4 ) of the 
said section . 


R.I.N. AHUJA , 
Commissioner and Secy , 


PUBLIC WORKS DEPARTMENT 

PUBLIC HEALTH BRANCH 

The 11th December , 1970 
No. 7392 PWI (1 -70/34221.- Consequent up on the confirmation of Shri J. $. Chandhri as 
Superintending Engineer in the pay scale of Rs 1,600—50-1,800 issued ,--- ide Haryana Government, 
No. 7292- PWIII ( I)-70/32013, dated the 16 h November, 1970, the Governor of Haryana is pleased to 
confirm Shri A N.Mahaadata , Superintending Eagineer as Executive Engineer in the selection grade of 
R $ 1,300-50-1,600 , with affect from 24th April, 1970 . 


